The Canadian Lakehead Wireless Experimenters 


The regular meeting of the Club was held on September 17th 
(1947) at the New York Lunch, 6:45 pm with President Ray Godsalve 
VE3RA in the chair. 


Following dinner, introduction of guests and roll call took 
place. Reading and confirmation of the minutes of upon motion of 
W. Bleennerhasset, VE3AGA and W. Roberts, VE3ARN was then 
adopted. 


President Ray Godsalve drew to the attention of the Club 
that B. Rudman, VE3UE had been transferred to Geratdton 
(Schreiber) and that a new member should be elected to the 
Executive. This was hold over for a fuller attendance. 


Correspondence was read from M. Caveney, a former member of 
the Club who had been seriously injured but reported to be 
improving in health, and was ordered to be filed. 


Movies were shown through the courtesy of the Local Film 
Library on “The Thermonic Valve”. Mr. M. Petruska who capably 
assisted by showing the films and operating the projector was 
extended a vote of thanks by members of the Club 


Ralph Parker was present and provided a short but 
interesting talk on the operation of the AC 2 Frequency Meter 
which was in his possession and used to good advantage in 
demonstration. The Receiver used was kindly loaned by F. Tamblin. 


The meeting adjourned about 10:00 pm. 


Signed: W. R. Seaborn, Vice-President 
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